HP Pavilion a708.uk Desktop PC 







HP recommends Microsoft® Windows® XP 



• Microsoft® Windows® XP Home Edition 

• Intel® Celeron® D Processor 330 

• 256MB DDR-SDRAM 

• 80GB Hard drive (7200rpm) 

• SiS Real256E Graphics 

Up to 64MB shared video memory 

• DVD writer +R/+RW 8x max 

• 1 0/1 00BT network interface 

• IEEE 1 394 FireWire® Interface 




invent 



HP Pavilion a708.uk Desktop PC 




HP recommends Microsoft® Windows® XP 



Operating system 



Accessories 



Ports & Expandability 






Microsoft® Windows® XP Home Edition 



Software 



Processor 


Intel® Celeron® D Processor 330 




2.66GHz, 533MHz bus speed, Level 2 cache 256KB 




SiS661 FX chipset 


Memory 


256MB DDR-SDRAM 




2 DIMM sockets 




Max. memory : 2GB 


Storage 


80GB Hard drive (7200rpm) 




incl. 5GB partition tor system recovery 




DVD writer +R/+RW 8x max 




Floppy drive 3.5" 1.44MB 


Communication 


High speed 56K modem 




1 0/1 00BT network interface 


Video 


SiS Real256E Graphics 




Up to 64MB shared video memory 


Sound 


Integrated AC '97 sound solution 




(Speakers provided with Monitors) 



Microsoft® Windows® Media Player 9 
Apple iTunes 
InterVideo WinDVD SE 



Internet & Online 



Easy Internet Signup with leading Internet Service 
Providers 



Service & Support 



HP Pavilion on-line user's guide 
HP Help 

HP Pavilion recovery partition (including possibility to 

recover system, applications and drivers separately) 

Optional re-allocation of recovery partition 

Recovery CD/DVD creation tool 

Symantec™ Norton AntiVirus™ 2004 (60-day 

liveupdate) 

Symantec™ Norton Personal Firewall™ 2003 (60-day 
liveupdate) 



PS/2 keyboard and scroller mouse 

Monitors (buy separately): HP Pavilion 12304 23" LCD 

with integrated speakers 

HP Pavilion fl904 19" LCD with external speakers 
HP Pavilion f 1 723 1 7" LCD with integrated speakers 
HP Pavilion f 1 523 1 5" LCD with integrated speakers 
HP v72 17" CRT with external speakers 



2 external optical drive bays, 1 internal HDD bay 

1 AGP (free) 

3 PCI (2 PCI free) 

6 USB 2.0 ports (2 in front) 

2 FireWire-IEEE-1394 port (1 in front) 
Front audio ports 



Additional information 


P/N: PN115AA #ABU 
UPC/EAN code: 829160617244 


Weight 


Out of package: 1 8 kg 
Packed: 21 kg 


Dimensions 


Out of package: 381x191x410mm 
Packed: 590 x 492 x 305 mm 


Warranty 


1 year, pick-up and return, parts and labour. 
A +2 years warranty extension is available, for more 
information: UK: www.hp.com/uk/warranty-extension, 
Ireland: www.hp.com/ie/warranty-extension 



Microsoft® Works 7.0 
Microsoft® Internet Explorer 6.0 
Microsoft® Outlook® Express 
Adobe® Acrobat Reader 6.0 
InterVideo WinDVD Creator 
Sonic™ RecordNow CD/DVD 
Microsoft® MovieMaker 2 
HP Image Zone 

The product could differ from the images shown. © 2004 Hewlett-Packard Development Company, L.P. The information 
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